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J. COLON 


BATTALION CHIEF KENAHAN: Today is December 
6, 2001. The time is 1:35 p.m. This is Battalion 
Chief Kenahan from the Safety Battalion of the New 
York City Fire Department. I'm conducting an 
interview with John Colon of Ladder 43 about the 
events on September 11. 
Q. Please tell us what you know from that day. 
A. Well, I'm John Colon, I was a chauffeur for 
43 Truck that morning. We were watching TV and we got 
a run to 43 Street and Lexington Avenue for a person 
trapped in a revolving door. We go from here from 102 
Street and 3 Avenue and it was a 10-91. Then we got 
called to the World Trade Center. We kept hearing what 
was going on. I made a right on 57 Street. I went 
down the West Side Highway and we parked around 4 
blocks away, 5 blocks away. We got out of the rig, we 
got ourselves organized. 

We started, not running, but walking fast 
towards the -- towards one of the buildings. We didn't 
see whether the first building was down. We really 
couldn't tell. When we got about approximately a 
block, block and a half away, the building started 
coming down. We stopped, we paused because we were in 


awe. The whole building starts coming down. We turn 
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around, we run. Luckily we got into a loading dock and 
I asked the junior guy, Jerry Suden, to force open a 
chain. 

We got in there. The whole building came 
running down, came falling down. We waited a few 
minutes. We regrouped, we went back to, I presume it 
was the second tower, the building that came down, that 
we were looking at. There was numerous fires all over 
the place. The officer, Glen Rohan, told Jerry Suden 
to put out car fires. There were car fires. The rigs 
were on fire. Jerry got a hose line, started putting 
the fires out. 

We climbed up a 35 foot portable ladder and 
we helped get the officer from Engine 1, who was 
deceased. We continued from there. I don't know how 
much more I could tell you. I could tell you what we 
did all day long. 

BATTALION CHIEF KENAHAN: No, that's not 

really what we are interested in. 

Q. So as far as you know, you didn't see any 
companies go into any particular position prior to the 
collapse? 

A. No, not at all. No, we didn't. We saw the 


rigs parked there, but I have no idea where their 
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positions were. 
BATTALION CHIEF KENAHAN: Okay, thanks a 
lot. This concludes the interview. The time is 


1:35. 


